To:  R8EISC[R8EISC@epa.gov] 

From:  Brogden,  Rose 

Sent:  Thur  8/13/2015  9:03:18  PM 

Subject:  FW:  Re:. ..heads  roll ...  Form  submission  from:  Emergency  Response  to  Gold  King  Mine 

Release  Contact  Us  About  Emergency  Response  to  the  Gold  King  Mine  Release  form 


From:  Microsoft  Outlook 

Sent:  Thursday,  August  13,  2015  2:41  PM 

To:  Brogden,  Rose 

Subject:  Undeliverable:  Re:. ..heads  roll ...  Form  submission  from:  Emergency  Response  to 
Gold  King  Mine  Release  Contact  Us  About  Emergency  Response  to  the  Gold  King  Mine 
Release  form 


Delivery  has  failed  to  these  recipients  or  groups: 

nahqofuckvourself@fu.com  (nahqofuckvourself@fu.com) 

The  server  has  tried  to  deliver  this  message,  without  success,  and  has  stopped  trying. 
The  recipient  mail  server  may  be  temporarily  offline  or  temporarily  unable  to  accept 
messages.  Please  try  sending  this  message  again.  For  more  tips  to  resolve  this  issue 
see  DSN  code  4.4.7  in  Exchange  Online.  If  the  problem  continues  contact  your  help 
desk. 


Diagnostic  information  for  administrators: 

Generating  server:  DM2PR09MB0542.namprd09.prod.outlook.com 
Receiving  server:  na01-internal.map.protection.outlook.com  (10.1.14.27) 

nahgofuckyourself@fu.com 

8/13/2015  8:41:08  PM  - Remote  Server  at  na01-internal.map.protection.outlook.com  (10.1 .14.27) 
return  I '550  4.4.7  QUEUE. Expired;  message  expired' 

8/13/2015  8:31:08  PM  - Remote  Server  at  na01-internai.map.protection.outlook.com  (10.1.14.27) 
returned  '451  4.4.0  DNS  query  failed.  The  error  was:  DNS  query  failed  with  error  InfoNoRecords' 

Original  message  headers: 

deceived : from  DM2 PRO 9MB 05 42 . namprdO 9 . prod. outlook . com  (10.161.252.152)  by 
DM2 PRO  9MB0542 . namprdO 9 . prod. on  Clock . com  (10.161.252.152)  with  Microsoft  SMTP 
Server  (TLS)  id  15.1.225.19;  Tue,  11  Aug  2015  20:32:52  +0000Received:  from 


1785217 


ED  000552B  00063161-00001 


DM2 PRO 9MB0542 . namprdO  9 .prod. outlook . com  ( [10.161.252.152] ) by 

DM2PR0 9MB0542  . namprdO 9.:prod.  outlook . coin  ([10.161.252.152]  ) with  mapi  id 

15.01.0225.018;  Tue,  11  Aug  2015  20:32:52  +0000From:  R8ET3C 

<R8EISC@epa . gov>To : "nahgofuckyourself @fu . com"  <nahgofuckyourself @ f u . com>CC : 

R8EISC  <R8EISC@epa . gov>Subj ect : Re:... heads  roll  ...  Form  submission  from: 

Emergency  Response  to  Gold  King  Mine  Release  Contact  Us  About  Emergency 
Response  to  the  Gold  King  Mine  Release  f ormThread-Topic : Re:... heads  roll  ... 

Form  submission  from:  Emergency  Response  to  Gold  King  Mine  Release  Contract  Us 
about  Emergency  Response  to  the  Gold  King  Mine  Release  formThread-Index : 

AQI  ORp Y UDA 1 8 z REu qA2  6 7 N 9nc  k Z 4 HQ 1 4 B 3 e nde  r : "Brogden,  Rose" 

<Brogden . RoseSepa . govADate : Tue,  11  Aug  2015  20:32:52  +0000Message-ID : 

<DM2PR09MB054286AF0AD0510C9271A716887F0@DM2PR09MB0542 . namprd09 .prod. outlook . com>Ref erencca 
<2 01508112023. t7BKNKbb0128  92@drupall . epa . govAIn-Reply-To : 

<20 15 O' 8 112 023. t7BKNKbb0128  92@drupall . epa . govAAccept-Language : en-USContent- 
Language : en-USX-MS-Has-Attach : X-MS-TNEF-Correiator : authentication-results : 
spf=none  (sender  IP  is  ) smtp . mailf rom=Brogden . Rose@epa . gov;  x-originating-ip : 
[2620:117:5035:64: :d00e] x-microsoft-exchange-diagnostics : 

1 ; DM2 PRO 9MB0542 ; 5 : 0w0Vx+Ib5zFT0w75QS9ynT9mq7SPTDF2hqcPBQJ33KB9k7qdqSf 13f+zfOvf  SKG  i i 
microsoft-antispam:  UriScan: ;BCL: 0; PCL : 0 ; RULEID : ; SRVR: DM2 PRO  9MB0542 ; x- 
microsof t-antispam-prvs : 

'DM2PRO9MBO542FA694BC3B52FEBF2BD138C7FO0DM2PRO9MBO542 .namprdO 9 .prod. outlook. com>x- 
exchange-antispam-report-test : UriScan : ; x-exchange-antispam-report-cf a-test : 

BCL: 0; PCL: 0; RULE ID:  (60100  4)  (5005006)  (3002001); SRVR: DM2PR0 9MB0 542 ; BCL : 0 ; PCL : 0 ; RULEID : ; SRVR : 
foref ront-prvs : 066517B35Bx-f oref ront-antispam-report : 

SFV : NSPM; SFS : (10019020)  (6009001)  (199003)  (377454003)  (479174004)  (189002)  (5002640100001)  ffOOl 
spf:  None  (protection.outlook.com:  epa.gov  does  not  designate  permitted  sender 
hosts ) Content-Type : text /plain;  charset=" iso-8859-1 "Content-Transfer-Encoding : 
quoted-printableMIME-Version : 1 . OX-MS-Exchange-CrossTenant- 

origina Larrivaltime : 11  Aug  2015  20:32:52.5364  (UTC) X-MS-Exchange-CrossTenant- 

f r omentityheader : HostedX-MS-Exchange-CrossTenant  -id:  88b378b3-6748-4867  acf9- 

7 6aarbeca6a7X-MS-Exchange-Transport-CrossTenantHeadersStamped:  DM2 PRO  9MB0542X  - - 
OriginatorOrg : epa.gov 
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